All  Saints'  Episcopal  Church  began  as  a 
Mission  in  1909  with  26  communicants.  The 
first  church  building,  a  frame  structure  was 
erected  in  1909  on  the  southwest  corner  of 
Selma  and  Ann  Streets.  Later  it  was  moved 
to  the  corner  of  Ann  and  Government  Streets. 
The  present  church,  of  English  Gothic  Architec- 
ture, was  erected  in  1915,  and  the  old  church 
was  used  as  a  parish  house.  When  the  present 
Parish  House  was  built  in  1928,  the  old  church 
building  was  moved  into  the  backyard  where 
it  is  in  use  as  an  annex  to  the  parish  house. 
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